C.632-THE  ALTAR,  CATHOLIC  CHAPEL 
U.  S.  AIR  FORCE  ACADEMY,  COLORADO 
"Our  Lady  of  the  Skies"  Catholic  Chapel 
takes  its  name  from  the  marble  sculpture  of  the 
Blessed  Mother,  one  of  the  two  figures  in  bas- 
relief  on  the  18  x  45  foot  mural  behind  the  altar. 
The  second  marble  figure  to  the  right  is  the 
Guardian  Angel. 
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